AMENDMENT NO. 1 SEPTEMBER 2017 
TO 
IS 9573 (PART 2) : 2017 RUBBER HOSE FOR LIQUEFIED 
PETROLEUM GAS (LPG) — SPECIFICATION 


PART 2 DOMESTIC AND COMMERCIAL APPLICATION 


(Fourth Revision) 


[Page 5, clause A-2(b)] — Substitute the following for the existing 
formula: 
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